AMENDMENT NO. 1 JANUARY 2016 
TO 
IS 14625 : 2015 PLASTICS FEEDING BOTTLES 


(First Revision) 

(Page 1, clause 3.2) — Delete and renumber the subsequent clauses. 

(Page 2, clause 3.6, line 2) — Delete words ‘or drinking accessory’. 

(Page 2, clause 3.12) — Delete and renumber the subsequent clauses. 

(Page 2, clause 4) — Substitute the following for existing clause: 
‘4 MATERIALS 
4.1 The material used for plastics feeding bottles excluding teats shall be of 
virgin polypropylene conforming to IS 10910 or polyethersulfone (PES) or any 
other olefin based polymer, co-polyester material or other raw material as given 


in Annex A for manufacture of plastic feeding bottle. The materials used should 
be of no health hazards to babies. 


NOTE — Polyvinyl chloride (PVC) and polyethylene terephthalate (PET) shall not be used to 
manufacture feeding bottles. Plastics feeding bottles shall not contain Bisphenol A (BPA). 


4.2 Rubber teats shall conform to IS 3565 and in case teats are made of silicone 
teats, these shall be manufactured from non-toxic and food grade material till 
such time Indian Standard is available on the subject.’ 


(Page 2, clause 5.1.1, para 2) — Substitute the following for existing para: 


‘Figure 2 illustrates typical example of different items of feeding bottles. Figure 
2 is illustrative and for information only.’ 


(Page 2, clause 5.1.2.2, sentence 3) — Delete the sentence ‘All parts 
ETE without compression.’ 


(Page 3, Fig. 1) — Delete the figure. 


(Page 3, clause 5.2.1.1, line 5) — Substitute ‘simulate’ for ‘stimulate’. 
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(Page 5, clause 5.2.1.8) — Substitute the following for existing clause: 
“5.2.1.8 Feeding bottles, when tested in accordance with the method specified in 
col 4 of Table 1, shall not exceed the limits of elements as given in col 3 of 


Table 1.’ 


(Page 5, clause 5.3.8, para 2, lines 2 and 3) — Substitute ‘(for details of the 
test, see IS 9845)’ for ‘(for details of the test) (see IS 9845)’. 


(Page 5, clause 6) — Substitute the following for existing: 
‘6 SAMPLE PREPARATION 


The sample preparation applies to all tests except ageing resistance (see 5.3.5) 
and migration test (see 5.3.8).’ 


(Page 11, clause D-2.2) — Substitute the following for existing clause: 
‘D-2.2 Drop the bottles ten times under free fall conditions in Set 1 squarely on 
their base on to a rigid flat horizontal surface of steel or smooth concrete as the 
dropping surface.’ 

(Page 11, clause D-2.3) — Substitute the following for existing clause: 
‘D-2.3 Drop the bottles ten times under free fall condition in Set 2 on their side 
(the body of the bottle being parallel to the impacting floor) onto the dropping 
surface.’ 

(Page 13, clause G-0, line 15) — Substitute ‘scheme’ for ‘amendment’. 

(Page 13, clause G-1.1.2, lines 10 and 11) — Substitute ‘The infant Milk 


Substitutes, Feeding Bottle and Infant Foods (Regulation of Production, Supply 
and Distribution) Act, 1992’ for ‘The Drugs and Cosmetics Act, 1940’. 
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